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TABLE A-2:  DIRECT AND INDIRECT LABOR REQUIREMENTS
TOR PASSIVE AND FLAT-PLATE SOLAR SYSTEMS

(Employee Hours per MMBtu/year on an
actual energy output basis)

System
Passive
Hot Water

Hot Water,
Space Heat

Hot Water,
Space Heat,
Space Cooling

Direct Labor
1.70
2.81

4.23
A.94

Indirect Labor
2.60
5.62

8.46
9.88

Total
4.30
8.43

12.69
14.82

SOURCES:     Estimates  for passive   are based on assumptions  used by   the Employment
Impacts Task Force,   Labor  Impacts  of   Sglar^SnerRy Development,
Domestic Policy Review of   Solar,   Advanced  Energy  Systems   Policy
Division,   USDOE.     September  21,   1978,   p.   9.

Estimates   for  flat-plate  collector  systems   are  based  on   table A-l
(direct)   and  independent   input-output  estimates  from BLS   and Bob
Herendeen,   Center  for  Advanced Computation,   University of  Illinois
(see Task Force Report   cited above).Impacts  Panel  by   the
